88                          Modelling
allow for three or four inches of clay, so that the armature shall not be too near the surface and in the way during the progress of the work.
The same must be done at different points around the iron, that is at the centre and the two ends on either side. In this way six points will have been established, determin-
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injj the space in which the; armature is to be constructed. (Fig. 67.)
The space left between the iron and the extremity of these points is to be filled by a wooden armature; which is to be made as follows. Take two planks 3 feet 6 inches long, 9 inches wide and 2 inches thick; make two holes in them corresponding exactly with those in the horizontal branch of the iron. To do this correctly place the plank against the iron, and from the other side of the iron pass a pencil through the holes, making a mark on the wood. This gives the exact places where the two holes are to